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Name, address, and EPA identification number of the designated
treatment, storage, or disposal facility and alternative facility, if any.

Description of the hazardous waste.

The total quantity of each hazardous waste by units of weight or
volume and the type and number of containers as loaded in or on the
transport vehicle.

The following certification must appear on the manifest: "This is to
certify that the above named materials are properly classified, described,
packaged, marked and labeled and are in proper condition for trans-
portation according to the applicable regulations of the Department of
Transportation and the EPA." The above certification must be signed
by hand by the generator.

If the manifest contains all the information required by, and is pre-
pared in accordance with, 49 CFR Subpart C as incidated above, it can
be used to satisfy the DOT hazardous-material shipping paper require-
ment [49 CFR 172.205(h)]. States from and to which hazardous waste
is transported may require use of their state hazardous-waste manifest
in addition to that required by DOT. A separate state manifest may
also be required for intrastate shipments. Sample state manifests are
shown in Figures D.2 and D.3.

LOADING FOR SHIPMENT

The DOT regulations include specific instructions for the loading and
unloading of hazardous waste (49 CFR Subpart B). These include re-
quirements that the handbrake on the vehicle be set and that smoking
be forbidden.

Trucks should be loaded using a hand truck or forklifts as appropriate
to the facility. The loading sequence may be determined by the driver.
The generator should be satisfied that the load is secured against move-
ment on the truck.

Before leaving the premises, the driver must complete the transport-
er's section of the manifest. The generator must then obtain and retain
a copy with the signature of the driver. The remaining copies are carried
by the transporter in the cab of the truck.

RECORDKEEPING AND REPORTING

An Exception Report must be filed by the generator with the EPA
Regional Administrator if a copy of the manifest is not returned within
45 days of the shipping date. States may also require reporting to state